HW: 

This appears to be one of those cases where the Post doesn't use 

an Anderson column and it still appears in & more outlying pager. 

The Post used an Anderson column on 15nov73, but it was nor mis. 

I remember seeing in the Chronicle wire room some Anderson stuff 
coming in on a printer, and it looked to me as though there was 
enough for three or four columns of the length the Chronicle usually 
runs. They apparently can use as much or as little as they like. 

Re the Post , I checked back through it through 10Nov73, and there 
was nothing resembling this thing the Chronicle used on 15bov,3*_ 

Did this because the Chron could have used a leftover from a previous 
day, but apparently just used what it wanted while the Post used 

something else. 
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